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To the REVEREND 
Mr. RICHARD ENR 
CANON of Sarum. 


„ . 
A 8 you deſire a Juſtification of my ſelf, or 

aà Confeſſion of my Faults, in the Caſe 
controverted between us; fo I have with 
all convenient ſpeed ſent you the former, 
and by that means cut off all your Expectation of 
_ ESE i: 5 

I thought my ſelf oblig d to addreſs this Paper 

to you, becauſe your Pamphlet, which you call a 
True Account, &c, has confirmed all my Friends in 
the Satisfaction of my Integrity, when an Orator, 


2 Politician, and a Caſuiſt could with Truth object 


ſo little againſt me. And that you may not think 
your ſelf neglected, I will deſcend to every minute 
Paſſage of your f/ivolous Account, ſo far as my Re- 


putation is concerned: But as for your lou Wit and 


Sandal, I ſhall take but flight notice of it, being 
entirely ſatisfied that my Character is ſufficient for 
my Vindication againſt any Attack of that nature. 

I cannot look upon that Act of yours, which 
made this Affair a publick Enquiry, to be any 
ather than an Infatuation upon you; your uſual 
Foreſight and Subtlety quite forſook you; you was 
in poſſeſſion of all you deſired, and to outward 


Appearance eaſy ; you bad ſerved your Friend, 


ad entirely defeated Mr. Henchman , under the 
| " 4: RA higheſt 


and ſet your Falſities in their due Light, you wil 


(4) 

| higheſt Obligations, (if Juſtice and Conſcience may 
be called ſo): The Diſcourſe of this unhappy 
Tranſaction was almoſt laid aſide, and no doubt 
but you had made your Caſe very plauſible where 
you took the Liberty of repreſenting it your own 
Way. What then could poſſeſs your reſtleſs Mind 
to publiſh your Shame? If I may be allowed to 
ſpeak my Thoughts, ſure you muſt have a Zede- 
kiah with his Horns of Iron to puſh you on, 1 Kings, 
SENSES £0.36 


I hope, Sir, when I have expoſed your Sophiſtry, 


_ retract your Errors, and make ſome Acknowledge- 
ments of your Offences to God, altho' you can 
make but little Reſtitution to that honeſt and ortho 
do Clergyman whom you have ſo natoriouſly injured. 
Io0scu begin your Account with terming plain Mat- 
ter of Fatt a fx Rows Libel, An eaſy Way indeed 
of anſwering a Book, but what might not hare 
been fo well expected from the Peaceableneſs, the 
Charity, and Meekneſs of a Divine, and a Chriſtian, 
There is ſo much Bluſter in your firft perplex' 
long-winded and intricate Period, as would make 
one conclude that you affected the Character of a 
Champion, rather than a Caſuiſt, and could ſooner 
bear down the Modeſty of a Woman, by the harkh 
Terms of Libel and Scandal, than confute her Ar- 
guments by the mild and gentle Methods of Rex 
nn, II II 25 
You make it a Crime in me, that my Caſe was 
printed by an wunkuown Hand, and yet your Anſwer 
labours under the ſame Misfortune. 
In the next place you would craftily infinuate 25 
if the Paper was only pretended to be figned by Elia 
| beth Swanton and William Swanton ; whereas you 
muſt know (by that expreſs Meſſenger which you 
ſent for that Purpoſe from Sarum to Wallop) that 
it was aCtually fign'd and own'd by both of us. f 


(5) 
As for the following Paragraph of troubling the 


urid with the Impertinence of our private Diſputes, 1 
muſt confeſs that I am really ſorry for the Occaſion 


who gave the firſt Provocation. 
Your Preliminaries about repelling me from the 


Fat of refuſing me, you don't deny; but the Pro- 
polal for my going to the other Side of the Congregation, 
is what you call a falſe Repreſentation of your Words 


of any thing. However, in this and other re- 


refer you for Satisfaction to his Anſwer. 


I ſhall now deſcend to the Reaſon of your Meſſage, 


ſed your ſelf, and injured Mr. Henchman by voting 


againſt him, it was neceſſary that I ſhould as pub- 
ickly vindicate both him and my ſelf, by producing 
ſuch Memorials as were providentially nh cans 


You 


br that purpoſe, 


of ir, but muſt leave the Shame and Diſgrace to you 


Urament, are what I now come to conſider. The 


to Mr. Swanton, I can't now enter into a Detail 
of your Diſcourſe with Mr. Swanton, but I believe 
he would not wilfully give a falſe Repreſentation 


ſects (where he is principally concern'd) I muſt 


fir refuſing me the Sacrament if I ſhould offer my ſelf as 
a Communicant where you adminiſtred: This you ſay 
was my ſpewing about a Paper in Writing, in which{l 
charg'd you wrongfully with acting contrary to ſolemn 
Engagements, How wrongful my Charge is, ſhall 

Wl be diſcovered in the Progreſs of this Letter. The 
preſent Grievance ſeems to be my ſhewing the Paper 
Miting for if Words of Mouth had been crimi- 
nal, my Brother Swanton and Mr. Henchman might 
have equally incurr'd your Diſpleaſure; for they 
both charg'd you with the Breach of your Engage- 
ments, and laid the Conſequence of this Breach 
upon your Conſcience, as you would one day an- 
ſwer it before a juſt and powerful God. But I 
was ſo weak as to ſhew the Paper, and good reaſon 
had ſo to do; for ſince you had publickly expo- 
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and jour frequent and repeated Demands of Sati gacli 


ſhewed you my Paper) for a Copy of it: And l 
ou have it; and had you ever applied to me, you 


I received no ſuch Overtures for Sati faction from 
Mr. Swanton in your Name; neither had I the civil 
| Letter you mention, nor any other, till I had firſt 


being previous to mine (as you would artfully in- 
ſinuate) that it was only an Anſwer to one I had 


the Conference (which you make the mark of your 


pos d till after the refuſal of the Sacrament, and the 
Infamy I was liable to upon that account. The firl 
Letter I received from you, I think fit to in- 
flert, that the World may judge with how much 
Chriſtianity, good Nature, and good Manners it was 


4 rs Wrong which you have moſt noto- 
of” 


KC be Partaker of the Holy Sacrament, and ſhall think 

cc 

* ſelf where I adminiſter, till you ſhew a Diſpo- 
I ſition to make what Reparation you can, Where 
vou have done ſo great an Injury; I cannot doubt 
but your Brother Swanton had the Paper from 
2 = i ad 1 wwe. and the 
F you, Which he ſhew d me for yours, an 
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(6) 
You farther urge your Applications 10 Mr. Swans 
ton, for a Copy of my abuſive Paper (as you term it; 


on in a Chriſtian and amicable manner : To all which 
I reply, Firſt, that my Brother did once in Conver- 
ſation tell me, that you asked him (when firſt he 
very well remember I ask'd him why he did not let 


ſhould have been favour'd with it. Secondly, that 


wrote to you; ſo that your Letter was ſo far from 


ſent you after the Fact was committed; neither was 


moſt civil and tender manner of dealing with me) pro- 


wrote. 


| Madan, 


riouſly done to me, I cannot think you fit to 


© myſelf oblig'd to repel you, if you offer your- 


horrid 


n 
| horrid Abuſe of that Paper I know of my own 
i knowledge. 1 15 1 


darum, Decemb. 26, 1726, 5 


I: is further remarkable, that the Meſſage you 
{nt me could not be deliver'd to me by Mr. Hau- 
ins or his Siſter, till that very Sunday, when you 
prehended I came to Church with a deſign of 
pproaching the Lord's Table; you never, (as I 
tzard) deſired either of them to acquaint me with 
aur deſign till that very Morning you was going to 
Church, and then you defir d Mr. Hawkins to tell 
is Siſter, and to let me know it, as is ſet forth in 
ny Paper: Let any one therefore judge, whether you 
jd not endeavour, by the fulneſs of your Power, to 
xerplex and confound me on this ſolemn Occaſion, 
nther than in any charitable manner to warn me 
f that Danger you thought I was plunging myſelf 
Into, when you allowed me but a few Minutes for 


What Commiſſion you, or any other particular Pres- 
her of the Church of England, may have in admitting 
ir rejecting Communicants, is not my bulineſs to de- 
termine, The Law of the Land will force the Cler- 
upon ſome Occaſions to adminiſter the Sacra- 
ent to thoſe who are none of the beſt qualify'd 


nore powerful Tie upon them to preach up fre- 
ent Communion, and to read the ſecond Exhorta- 
ian in the Service of our Church for that purpoſe, . 
in caſe they ſhall ſee the People negligent of their Duty. 
Ithank God that I have been an uſual Attendant 
pon this Sacred Ordinance ; but you would now - 
adeavour to diſable me from receiving it, by a 
etended Injury offer'd to the Perſon e 

us Injury, it ſeems, is of ſo flagrant a nature, that 


the 


eule; and the Obligation of Conſcience lays a 


Crime was committed ſolely againſt yourſelf, 
_ your aſſumed Juriſdiction was employ 'd to grat 


ſtruction upon this Affront that was given to you, 
will appear in no light to be any other than Perſon 
and of a private Nature; and by conſequence in th 
power of him to forgive, againſt whom it was co 


be qualify'd to Adminiſter the Sacrament, who wan 
Charity to forgive a particular Offence againſt h 


in the Adminiſtration of the Sacrament, had no oth 
| Knowledge but what aroſe from the Teſtimony( 
your own Conſcience ; and to this Teſtimony Tha 

an equal right of oppoſing the Evidence of my Cat 


you of the Falſity of the ſame ; and the corrob 

rating Teſtimony of other Perſons is ſufficient { 

caſt the Ballance to my ſide, and fix the Guilt « 
A „L 


Self both Judge and Jury in your own Cauſe, at 
by an Arbitrary and Deſpotick Power aſcribe Er 
ror to me, and Infallibility to your own Conte 
ence; and ſo boldly filence my . moſt credb 
- Vouchers, and appeal to the whole World for ti 
Juſtice of your own Proceedings: I would fe 
| know, if the Filneſs of Power you aſſumed of p- 
nouncing me unfit, only from what you pretended 


the Church-Cenſures muſt be let looſe upon me,: 
the Glory of God, and the Intereſt of Religion 


brought in to juſtify an unreaſonable Stretch of 5c 
Sacerdotal Office ; whereas in reality the ſuppoſe 


fy your own particular Malice and Reſentment. 
If any one were allow'd to put the worſt Cy 


mitted : And I cannot ſee how a Clergyman ſhou 


own Perſon. Of this Offence, you that officiat 


ſcience, which as much aſſures me of the Truth 
what I alledge againſt you, as yours can aſlu 


Upon the whole, Sir, you make your De 


know, might not have been by parity of Reaſon el 
tended to each Perſon of the whole Congregat'% 
if they had ſpoke any diſobliging Truth, in " 


. 


e, but not evaſively, what wretched Conſequen- 
2s would have attended your wild, (tho' favourite) 
pinion. | 2 1 r 
Now is this the Servant of the Lord, who muſt not 
ive, but be gentle in all things? I this the Preacher 


me the favour of going into the Houſe of God with 


Wo Falſbod. Theſe Expreſſions may ſeem harſh 
Wd avgry at the firſt ſight, but they will appear ve- 
Wy neceſlary, and juſtifiable to any Perſon who takes 
View of the 7th, 8th, and gth Pages of your 


Thou ſingle Support of Truth, and Terror to the ſtrong- 
lt Combinations of Falſpoodd ; eee 


Ly 


Matters of Fac. 


you had but Hite Acquaintance, and no Intimacy 
"> me, but had maintained a long Series of Friend- 
and Buſineſs with him. 5 


gur Character had been concern'd ; and then tell 


Righteouſneſs, who muſt love his Enemies, do good 
(thoſe that hate him, and pray for ſuch as deſpitefully 
e him and perſecute him? But I have neither Ha- 
red nor Eumity againſt you, and yet you would de- 


as Friend, and would repel me from the very 
tar, unleſs I would recant Truth, and ſer my Seal 


book, in which places your politick Head has dif- 
oered Cabals, been preſent at Combinations, ta- 
en Notes at private Meetings, entered into the In- 
ereſts of Families, and concluded all with an ele- 
ant Flouriſh upon the irreſiſtible Impetuoſity of my] 
ſenper. O thou Man of Oratory and Penetration! 


I come now, Sir, to your Obſervations upon 
Paper, and ſhall prove your whole Reply (as far 
5 relates to me) to be Shuffle and Evaſion, or di- 
ectly oppoſite to the firmeſt Evidence, and plaineſt 


The firſt thing you nibble at, is my Pretence to 
wow you better than iny Brother Swanton did; where- 


Now any one that conſiders the Purport of | this : 
Expreſſion of knowing Canon Eyre better, and my 
Init of reaſoning with my Brother, will ſoon ſee 
1 i  - 


RT 
that my deſign was to perſuade him not to be to 
eaſy in the belief of a Perſon, whoſe Conduct I had 

_ reaſon to ſuſpect; and not to ſuffer himſelf to be 
over-born by ſome general Expreſſions, without more 
explicit and particular Aſſurances: The Event 
proves my Obſervations to be well grounded, and 
now, I believe the whole Town and Cloſe of Sarum are 
convinced, that I knew the Canon better than to re- 
poſe that Truſt and Confidence in him, which my 
Brother was willing to do. 5 125 
As to my Perſonal Knowledge of the Canon, it was 
not ſo little as he would inſinuate, becauſe he has fre- 
quently done me the honour of calling upon me in 
his way between his two Preferments, of Dining 
at my Houſe, and ſometimes lodging there. If you 
require, Sir, any farther Inſtances of my Knbu- 
ledge, upon which my diſtruſt of your Honeſty was 
grounded, I muſt fay they depend upon {auch 
Facts, as it is not for your Reputation that I ſhould 
; ] ⅛ 8 
I o or three of the following Paragraphs relate 
| chiefly to Mr. Swanton, from whom you are to re- 
Sn ceive an Anſwer : But here I cannot but obſerve, 
that being a little heated in the Diſpute, from 4. 
| vervring you come to Swearing; and as I. aflert 
| Mr. Swanton to be preſent at the Diſcourſe between 
| you and me, and Mrs. Stanley to withdraw, fo you 
| endeavour to turn the Tables upon me, and offer 
3 to take your Oath, that Mr. Swanton withdrew, and 
| Mrs. Stanley continued ſtill in the Room, and was an 

Auditor of all the Tranſaction. This ſhifting of 

the Scene, and changing of Perſons (back'd witi 

the ſolemn, but daring Ger of an Oath) is rel 
 politick!y-contrived, and Mrs. Stanley being dead, 
you might eaſily conclude that no Proof could be 
brought of her withdrawing at the fore-mentioned 
| Meeting; but as the Hand of Providence protects 
the Innocent, and ſome ſurprizing Diſcoveries = 
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bliſh Truth; ſo I will confront you with the enſu- 
ing Affidavit, which is enough to confound any mo- 


dſt Man, and to prove your whole Narrative to be 
Fiction. | _ 


\ 


In Canc. 3 


© Rudence Carter, of Eaſt-Parnham, in the Pa- 
4 | riſh of Britford, in the County of Wilts, 


* Widow, aged fixty fix Years, or thereabouts ; 
* depoſeth, and ſaith, "That ſhe was at the Houſe 


* of Mrs. Stanley at Homington, in the County a- 
* forelaid 3 where ſhe frequently went, and ftaid 
© ſometimes a Fortnight, or three Weeks together; 
and this Deponent having diſcourſe with the ſaid 
* Mrs. Stanley about Mr. Henchman's Intereſt and 


Probability of ſucceeding to a Canonry in the 
Church of Sarum, when a Vacancy ſhould hap- 


* pen, Mrs. Stanley in ſuch Diſcourſe did acquaint 
this Deponent to this effect, viz. That whilſt 
* ſhe (Mrs. Stanley) was with her Brother William 

" Swanton at Winter in the Cloſe of Salisbury, Ca- 
non Richard Eyre came into the Room, where 
vere preſent the ſaid Mrs. Stanley, her Siſter Eli- 

* zabeth Swanton, and her Brother William Swanton, 


and that Mrs. Stanley knowing on what account 


the faid Canon Eyre was expected, withdrew, and 


" left the ſaid Canon, and her ſaid Siſter and Bro- 


ther Swanton, in the ſaid Room together. And 
this Deponent ſaith, That on Tueſday the ſecond 
Day of this preſent May, ſhe was at Mr. Hench- 
man's Houſe in the Cloſe, where accidentally 
hearing that the ſaid Canon had affirmed in 
„ his Book, that Mrs. Stanley was in the Room, and 
Mr. Swanton was not when the diſcourſe was had 

: about Mr, Henchman's Affair of the Canonry ; this 
Deponent being . then told what ſne 

wo” 


has 


U 
: 
10 
2 
b 
7 


En) 5 
* has above depoſed to the ſaid Mr. Henchmay 

* and Mr. Maſters of the Cloſe, who dined that 
day with him, and after Dinner this Deponent 
* told the ſame to Mr. Townſend of Avon, why 
© came into Mr. Henchman's, And this Deponent 
further ſaith, That ſhe does not know, or beliete 
that ſhe ever ſpake of the Matter herein related, 

till the ſecond Day of this Month, as aboveſaid 
e ſave only to her Daughter, Sarah Carter; and when 
* this Deponent told the ſaid Sarah Carter, what had 

| 5 paſs d at Mr. Henchman's, the ſaid Sarah anſwer- 
ed, that this Deponent had told her to the fame 
* effe&t when ſhe returned from Homington. 


Prudence Carte, 


Jurat. apud Novam Sarum 

in Com' Wilts, Deci mo 
Die Maij, Anno Dom. 
1727. coram me ſoſ. Mede 
un Magiſt in Canc. Extr. 
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* C\4rah Carter, Daughter of Prudence Carter of 
_* \ Þ Eaft-Harnhan, in the Pariſh of Britford, in the 
County of Milis, Spinfter, maketh Oath, That 
I ſhe has heard the preceeding Affidavit of her Mo 
© ther Prudence Carter read, and believes the ſame 

4 to be true, for that ſhe well remembers her {aid 
© Mother did once at her return from Mrs. Star 
* ley's from Homingtou, acquaint this Deponent, t. 
* the Effect and Purpoſe in the Affidavit mentioned 

6 iz, that Mrs. Stanley had told the ſaid Prudei 
Carter of Mr. Richard Eyre's coming into tit 
© Room at Mr. Swanton's, where were preſent th 
* ſaid Mrs. Stanley, her Siſter Elizabeth Sant 

de and her Brother, William Swanton ; and th 


_-* Mrs. Sankey, knowing on what account the C4 
2 5 = e — 10 


; „„ 
« non was expected, withdrew, and left the ſaid 
Canon, and her ſaid Siſter and Brother Milliam 
« Swanton in the Room together. 5 
1 1 Sarah Carter. 
Jurat. apud Novam Sarum in 
Com. Wilts, viceſimo nono 
Die Janii, Anno Dom. 1727. 
coram me Joſ. Mede un 
Magiſtr in Canc Extr* &c. 


\ 


Another thing which you would have bear hard 
upon me, is my Brother's Abſence from this Meet- 
ing, where I affirm him to be preſent ; from whence. 
you would infer, that my whole Relation is a For- 
gery and Contrivance, becauſe it is defeCtive in the 
moſt material Circumſtance. EE i 
To this I anſwer, that I ſolemnly proteſt, that 
my Brother Swanton was preſent at this Meeting, 
and ftaid in the Room all the time of our Conver- 
ſation, as I have related in my printed Caſe, altho!- 
perhaps your frequent mentioning to him at other 
Seaſons your Engagements to Mr. Henchman, might 
diſtract his Memory, and make him not ſo poſitive = 
about Time and Placs. In ſhort, I fix'd the Fact 
in my Memory, committed it to Writing for fear 
of Mortality, and communicated it to my Friends 
for above ſeven Years ſince. For the Truth of 
this, I ſhall produce another Affidavit, which will 
clear both my Brother Swanton and myſelf from 
any ſuch later Forgery or Combination as you lay 
to our Charge, as well as give Light to many other 
Matters diſputed between us. 


L Rances Hedges, of the Cloſe of New Sarum in 
by F the County of Wilts, Widow, maketh Oath, 

„That in the Time of the Vacancy, when Mr. 

= Francis Eyre and Mr. Perry ſtood for a Canonry 


© to the Lodging-Room of Mrs. Elizabeth Swanton, 
„ eall'd the Nurſery, at Dr. Ihitby's in the Cloſe, 


cc 


Effect following, viz. Coſen, I am now ſatisfied 


=o 


from him for my Brother Henchman, in the Pre- 


_ ** publiſhed to the World. And this Deponent fur- 
_ © ther faith, That the faid Elizabeth Swanton did at 
A the ſame time read a Paper to her, wherein this 
Deponent remembers were Expreſſions to this 
_ *. purpoſe, of his the ſaid Canon's being a Villain, 


© Mr. Henchman. And this Deponent further ſays, 
That ſhe more particularly remembers the ſaid 
_ © Expreſſions, for that Mw, Swanton had from time 

( to time diſcourſed with her on that Subject. 
And this Deponent in her Conſcience believes the 

© ſaid Paper was ſo read to her within two or 
three Days after the Words were taken in Wri- 

© ting, at the ſame time as herein before is decla- 


red, and is verily perſuaded the ſaid Paper is 


„ 


(14) 


< in the Church of Sarum, this Deponent came in- 


and the ſaid Mrs. Swanton then ſtanding by the 
* Window in the ſaid Room, and leaning thereon 
** with her Arms, ſpake to this Deponent to the 


with Canon Eyre, for I have received Aſſurances 


4 ſence of my Brother William Swanton, and hare Ke 
* wrote it down; I will read it to you, and then Di 

** ſeal it up. If the Canon be as good as his Word bu 

to Mr. Henchman, I deſign it ſhall be burnt, and 
* not opened; but if he prove otherwiſe, altho 1 Wl 


© ſhould die before, I deſire it may be opened and 


© and deſerving to be hanged if he did not ſerve 


3 5 
„ =» 
Jurat. apud Novam Sarum imm 
Com. Wilts, viceſimo nono 
Die ſunii, Anno Dom. 1727. 

coram me Joſ. Mede un 

Magiſtr in Canc. Extr &c. 


After 


(15) e 

After producing theſe three remarkable Affida- 
vits, it may be thought ſuperiiuous to add any 
thing about Canon Waltons Death, and the ſeveral 
Steps that were taken to elect the Lord C. J. 
E—'s Brother into his Place. I readily grant that 
you took a great deal of trouble to ſerve Mr. Fran- 
ts Eyre, and might (for any thing I know to the 
contrary) frequently call upon my Brother Swanton 


Reaſon of your Viſits, and the Subject of your 
Diſcourſe, I am in ſome meaſure a Stranger to; 
but this I am certain of, that I met you at my Bro- 
ther's Houſe upon a certain Day above ſeven Years 
ſince, during the Time of the Controverſy between 
Mr. F. Eyre and Mr. Perry for the Canonry, and 
then had the Aflurances from you mentioned in 
my Caſe. „ FF | 
You proceed from Page the 23d to Page the 3oth, 
to prove, in a very ſolemn manner, that you could g 
not enter into any Engagement for Mr. Henchman, 
becauſe his deſiſting would not be of any Service 
to Mr. Francis. Eyre. This is a very merry way of 
bearing down Matters of Fact, and proceeds ſolely 


could not do a thing which you had no occaſion to 


ſurprizing; and what your Views might be then, 
o what you have gotten ſince by the late Elec- 
ton, is beſt known to yourſelf. It is plain by 
jour own Confeſſion (if that was to be depended 
m) that Mr. Henchman loſt a good Parſonage in 
tie Scuffle ; but whether he had more Reaſons 


the Matter was ſettled between Mr. Hide, Mr. 
Francis Eyre, and Mr. Francis Swanton, does no way © 
iter the Nature of your Promiſe, or abſolve you 
om your Engagements. I can ſafely ſay, that 1 
ih you, inſtead of ſhuffling Matters, and ap 
N eee e 


upon that and other Occaſions: What might be the 


upon Suppoſition, that ſo wiſe a Man as yourſelf 


do. The Motives of your Actions are ſecret and 


than one to deſiſt, or whether the final Concluſion =» 


ments to me as you had done to him, tho' I thought 
it not enough without having it under your Hand” 
(which my Brother was averſe to). And *tis not 
poſſible for any one who conſiders Mr. Talbot's Let- Me: 
ter, and Mr. Henry Thorp's Propoſals, to think [I WI 
could refuſe their Offers, without I had been Wh 
throughly convinc'd that no Man of common Ho-W 
nour and Honeſty could have departed from the 
Engagements you had made to me. 5 
In ſhort, as Matters then ſtood in the Chapter MW 
you could do nothing without Dr. Whitby : For, as 
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the Circumſtances of Things, had been as honef 


and punctual to your Word, as Mr. Francis Ee ut 
was to his, and then there could have been no th 
_ occaſion for this preſent Controverſy. In 
But as you ſeem to lay a great Streſs upon the i 
Improbability of your promiſing on Dr. Whiy;MW = 
coming into your Meaſures, becauſe of the litte Je 
or no Conſequence that would have been of to you 
T ſhall ſhew, in the firſt place, the Importance ef ſu 
Dr. Whitby's Vote, from Mr. Talbot's Letter ; and Q 
1 am adviſed by ſome Friends, who underſtand the v 
nature of Chapter-Elections better than I do, that di 
it might have been of the laſt Conſequence. You ed 
acknowledge you were not ſure of the Dean at then 
time I charge you with your Engagements to Mr. "* 
Hienchman; you ſay he ſeem'd to be ſtrongly ben d 
_ againſt you, and that my Brother knew as much cf 
that Matter as you did: who can then believe that . 
my Brother ſhould perſuade Mr. Henchman to de- fo 
ſiſt, without you had given him thoſe Aſſurances, [a 
which he told me you had; and *tis as improbable WM” 
that I ſhould accept of leſs from you than I charge ble 
you with, when J inſiſted on it to my Brother that thi 
you ſhould lay yourſelf under the ſame Engage- w 


. * 


I have obſerved before, you was not ſure of the 4 
Dean; ſo it was abſolutely neceſſary for you to 45 
get Dr. Whitby into your Intereſt. It is well know! C 


\ 


f e ed a * : 
f | 


under what Anxiety you labour'd during the time 
the Election was uncertain, and indeed your own 
latereſt was deeply concern'd in it: And was my 
helping you out, when no body but my Brother and 
myſelf could do it, no Obligation upon you, that 


i you ask upon what Grounds I could take upon me 


to talk to you in ſuch a manner? A very great Pre- 
ſumption indeed in me to ſpeak to a Man of your 


who takes the trouble to read this Paper, will rea- 
dily allow, that the important Service you expect- 


f 
1 Quality ! I doubt not but every indifferent Perſon 


ed from me, gave me ſufficient Authority to talk 


in the higheſt Terms to you; and will believe you 
nade no ſcruple to lay yourſelf under all the Obli- 
rations you are charged with in return. 


| . | L 
a Tis to be remark'd, that notwithſtanding what 
. 


Dr. Whitly declared of voting with the Treaſurer, 
for whom he had a perſonal Regard ; notwith- 


ſtanding the Treaſurer was carrying on an Intereſt 


in the Chapter, which might terminate moſt ſuita- 


die to the Doctor's Inclinations ; notwithſtanding 

ede Doctor's being preſſed by moſt of his Acquain= 

WH tance to oblige the Treaſurer; yet this very Dr. 
Whitby could not be prevailed with at laſt to vote 
with the Treaſurer, but he voted with Canon Ri- 


chard Eyre; ſudden and unaccountable Friendſhip for 
. Richard Eyre (to uſe your own Words) of 
vom the Doctor had”the loweſt Opinion. To 


\{Mvhich purpoſe I delire the following Particular | 


nay be conſider'd. 


| The Evening bef 


non, the Doctor on that Occaſion ſaid, he don't 
deny that he has promiſed me to be for Mr. Henchman, 


££5DO rw a ks) TD Goo w. 


you denied the Engagements I charged you with. 
_ „ The 


re Dr. Whithy died, I was 
with him at Suppen and having Difcourſe con- 
cerning your diſowuing your Engagements to 
ſerve Mr. Henchman at the enſuing Election of Ca- 


des he? I told him I thought you did, becauſe 
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e 
The Doctor then affirmed you had promiſed him 
three times, and quoted ſeveral Places in the Holy 
Scripture, of Almighty God's denouncing Woes 
and Vengeance on Hypocrites and Lyars. For the 
Confirmation of this, I appeal to Mrs. Hedges and 
% oP EE og . 
Now by theſe Accounts of Dr. Jhitby, your Ar- 
guments about him are downright Nonſenſe, and 
the contrary is true of what you intend them; and 
Dr. Whitby could never have been influenced to 
have left Mr. Tallot, and to have voted with you, 
but from the Argument my Brother and I uſed to 
convince him that it was the moſt effectual way of 
| ſerving Mr. Henchman, from the Aſſurances we had 
received of honeſt Canon Richard Eyre, 
Il am afraid I have wounded you in the tendereſt 
part, by urging any thing that reflects on your 
Judgment and Capacity, for being expoſtulated 
with about your unjuſtifiable Proceeding at the 
laſt Election, you were pleaſed to ask, if People 
{aid you were a Fool? But you muſt pardon me, it 
being neceſſary for my Defence. 
As far as Mr. Thorpe is concern'd in this Caſe, 1 
do aver that he came often to me (during the Va- 
capcy made in the Church of Sarum by the Death 
of Mr. Walton) to repreſent to me the Advantage 
it might be to Mr. Henchman to ſecure my Uncle 
 Whitby's Vote to aſſiſt in the $cheme then propoſed; 


and if thereby Mr. Henchmanſhould be diſappointe 
of the Canonry, that then he (Mr. Henchman) ſhould 
_ chuſe his own x  - 
Particularly once I remember Mr. Thorpe brought 
à Lift of the Prebends of the Church of Sarum to 
me, and deſired me to put my Thumb upon what | 
Prebend I pleaſed, and it ſhould be made as ſure 
to Mr. Heuchman as the nature of the thing would 
5 


r 

He ſaid this and much more to me at ſeveral 
Conferences, but my uſual Anſwer to him at part- 4 
ing was, Sir, this is a Matter of Moment, and 1 | 
beg you will give me leave to conſider of it. Nor } 
could J give him a poſitive Anſwer *till I had re- — 
ceived the Satisfaction from Canon Richard Eyre, 1 
which is contained in my printed Paper, and then 
(and not before) our Treaty was diſcontinued, and 
we never came to any Concluſion. Ig 

In the next place you oblige me, contrary to my 
Inclinations, to preſent you with Mr. Talbot's Let- 


ter to me in his own Words, viz. 
Madam, RS 
FE neceſſary Secrecy and Diſpatch requi- 
1 red in the Tranſaction of the Buſineſs that 
* occalions you this Trouble, muſt plead my Ex- 
cuſe for the Freedom of communicating it ro 
7 IOOOCT Eo TEST. 
When firſt I heard that the Dean had ſent 
* down his Proxy to Dr. Whitby, and at the ſame 
time had deſired him as Preſident of the Chapter 
to ſummon us to an Election, it immediately oc- 
curr'd to me, that he had by ſo doing put it in 
the Power of Mr. Henchman's Friends (if the 
Doctor would anſwer his old Obligations of pre- 
* ferring him before all others, whenever it was 
© in his power to ſerve him) to bring him in this 
Election. However, that I might not run into 
- the Appearance of tempting any one into any 
| Meaſures that could have the leaſt Suſpicion of 
© Diſhonour, I ſent for Mr. Henchman, and enqui- 
red of him the Nature. of the Doctor's Promiſe 
to vote for Mr. Eyre, whether it was abſolute 
” and unconditional, (for if ſo, I had nothing far- 
ther to offer;) or whether it went upon a Suppo- 
a fition that he could have no Opportunity of ſerv- 
ing him; he told me he Doug the laſt was the 
FR Sts e "rs 
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_* clared he would not refuſe the Canonry if he 
"* ſhould be eſected into it. This, then, Madan, 
is the ſtate of the Caſe : I think it is in the 
Dector's power to give it to Mr. Henchman; for 
tho' there are indeed three Votes for Mr. yrs, 
yet if the Doctor comes into it, there will be 
likewiſe three for Mr. Henchman; for I am com- 
miſſioned to offer Mr. Coꝶer's to him, and then it 
* will be in the Doctor's Breaſt, as Preſident of 
the Chapter, to declare the Election in favour 
of which fide he pleaſes; and I can't ſee why 
the Dean, having ſent his Proxy to the Doctor, 


© true tate of the Caſe: I then asked him Whe« 
| ther, if it were poſſible to bring Matters ſo to 
bear as that the Doctor's Vote would determine 
| the Election in his Favour, he thought it would 
| ** be given him ; he ſaid he could not but hope it 
| * would, but that he was under Obligations not 
| : to move in the Buſineſs, tho' he had always de- 
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| * which he will therefore give according to the 
| ** Dean's Sentiments, ſhould be any Tye upon him | 
| to give his own Vote the ſame way, contrary to 

| an old Engagement, and the Intereſt of his Fa- 

| ** mily. It may poſſibly happen the Dean has ſent 

| ** down his caſting Vote too; if he has, I cannot 
imagine it is of any Validity, or that it is not in 

the Preſident's. power, as Preſident, to deter- 

mine the Election. I wiſh it were come to that 

Iſſue, that I might have a further Opportu- 

* nity of ſhewing you how much you may com- 


mand the Intereft of, 
Tour moſt olg l, and muſt 
Oldie Humble Servant, 
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By this Letter it appears that Mr. Talbot knew 
ou better than to entruſt you with his Secrets, 
ind was in reality (without any proſpect to 3 
Dr. R intereſt) a Friend to Mr. Henchman. 
In the 3oth, and 3 1| Pages of your Account, you 1 
proceed to anſwer what is {aid of your refufing to 
nabe a Promiſe, at the ſame time that you offered more 
than a Promiſe. Here you muſter up all your So- 
phiſtry, to prove yourſelf not guilty of ſuch an Incon- 
fſtency, and then tragically complain of a nonſenſical 
Equivocation put upon you, an Equi vocation which any 
Man of common Honeſty, not to ſay common Senſe, wouldbe 
ibamed of. How far your Senſe and Honeſty are at 
fake, let others judge: I poſitively declare that you 
lid utter the words, of not promi fing, and laying your- 
under a more ſolemn Engagement than a Promiſe (as 
expreſſed in my Caſe) and believe you did it with a 
telign of bringing the Dean into your Meaſures, by 
lying you had not promiſed ; and impoſing upon me, 
by a Pretence of laying yourſelf under a more ſolemn 
Engagement than a Promiſe. P 285 ; | | ye 5 | * 
In the next place you would invalidate my Evi- 
tnce, by alledging my Paper was not dated; a very 
trivial Circumſtance indeed! and ſuch a one as 
hews you would catch at any thing to ſupport a a 
linking Cauſe; you know very well the time of the 
Iranſaction, and that the omiſſion of a Date could 
tv ways alter the nature of a Fact. But if you 
vill ftitl pretend Ignorance, Mrs. Hedges's Affidavit 
vill give you ſome Information in the Point; 1 
took a private Memorandum of your Promiſe for 
ne ſake principally of my own Memory, and am 
brry that your future Conduct ſhould oblige me to 
abliſh it. For fear I ſhould not be exact and punctu- 
as to every Word and SHllable you delivered in 
Jour long- winded Speech; I endeavour'd to expreſs 
ly Caſe with all the Guard and Caution of a Chri- 
a, and in the moſt ſolemn manner to declare, 
WW 9 


J 


purpoſe than what I truly and fully underſtood them 
be deſign d. 1 ee 


could imagine that you ſhould try your Logick t 
ſet Words and Meaning at variance, and by a |, 
bour d piece of Sophiſtry, to find out Artifice an 

Contradiction in the moſt ſimple and undiſguiſe 


of a piece, and your Writings as ſhuffling and er; 


ſert a Matter of Fact from Mr. Henchman, andt 


you in my abſence, I am not accountable for; b 


aand confound the Order of Time, and make th 
to be ſpoken immediately before that Election, whit 
paſled in converſation above two Years before, 1 
| ſoon after he was made a Prebendary, which w 
the third Day of October, 1717. But let this be 
it will, it does not primarily concern or affect 
whoſe principal buſineſs it was to clear only my{ 
from your Aſperſions, and to ſet the Facts int 
beſt ire which the Nature and Circumſtances 

1 


have now ſufficiently done, and if there be any C: 
LL any Truſt to be repoſed in the Affidavits of 
ſtructions to be put on your manifeſt Dodgin 


TY RF 
that I had not wilfully, or willingly perverted or chan 
ged the Senſe and Meaning of your Words, to any oj, 


After ſuch a plain and ſincere Declaration, wh; 


Narrative? But, alas, your Conduct muſt be: 


* 


ſive as your Actions. 


Before you part with me, you are willing to i 
urge the Improbability of your prior Engageme 
for him, when he himſelf was pleaſed to petition you n 
to be engaged againſt him, fince you would not be engagt 
For him. What diſcourſe Mr. Henchman had wit 


Tam here commiſſion'd by him to tell you, that (a 
cording to your accuſtomed Sincerity) you ble 


ſuch diſtant things will allow of. 'This, I hope, 
dit to be given to my own moſt ſolemn Aſlertion! 
blemiſhed and diſintereſted Perſons; or any Co 
and Prevarications; I am ſure that any unprejudic 


Reader muſt ſee where Truth lies, and who has be 
the Author and Publiſher of Falſhood, 


= T7 ”— 
The following Paragraphs. of your Book, from 
gage the 38th), to Page the 44th, relate wholly to 
Mr. Swanton, from whom (as I ſaid before) you 
re to expect a diſtint Anſwer, 1 5 
The Concluſion is an Addreſs, both to my Bro- 
her and myſelf, and ſums up the Particulars, for 

rhich you deſire ſatisfaction; I have now fully an- 
ſvered your Demands, and muſt, according to 
jour Example, preſs you to a Recantation and Re- 
jentance. This is the only way to recover ſome 

art of your loſt Reputation, and convince the 
World, that you are willing to offer ſome Submiſſi- 
n to God, when you have put it out of your po- 
to make reſtitution to Man. If you ſhould be de- 
kctive in this neceſſary point of Duty, and go on 
n the Vindication-of Falſhood, and the proclaim- 
ng of your own Shame, you muſt expect to arm 
the Laity with freſh Auen, againſt a Perſon 
your ſacred Function, and to be always gall'd 


mth that cutting Reprehenſion of the Apoſtle Thou 


at preacheſt, a Man ſhould not ſteal, doſt thou ſteal? &c. 
For my part, I have no Remorſe of Conſcience 
bor perverting Truth, or injuring Juſtice in the 
reſent Controverſy. And in confidence of my 
wn Sincerity, and upon a Principle of Chriſtian 
Charity, I forgive all the World, and ſubſcribe 


m let Seri; 


E. SW ANTON. 


P. §. Since I am advis d to make this Letter 
Iublick, it has alſo been thought proper to let it be 


o married my Husband's half Siſter by the Fa- 
er's fide, ae 


lich teacheſt another, teacheſt thou not thyſelf ? Tho 


Mown, what Relation I bear to Mr. Henchman, 
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| 5 . obliged i in Jabic: to my Siſter 8 and 
1 myſelf, to make a ſhort Reply to the Book, 
* ; called, A True Account, & c. 
| That no occaſion had been given for this unhap- 
I py Controverſy,. is what, I heartily wiſh, and am 
inclined to think, neither the guilty, nor the 
"= innocent, have taken any pleaſure in carrying it on. 
S frankly own I have received many Acts of 
SE Friendſhip from the Canon, and ſhall be always 
ready to return the Obligations by any Ser- 
i vices Jam capable of doing for him, or his Fami- 
l ly x the harder therefore is my Caſe, that I am 
bl ccmpelled by Juſtice, and Truth, to ſay things 
that probably, he may think unkind; if not un- 
grateſul. 
- 7. 8 the Inrodution, T leere i wirke a any 
| Remark. 

OB a charged with making 2 ſalſe Repre- 
ſentation of what the Canon ſaid, and by a retch | 
to make him ſpeak, otherwiſe than he really did. 

In anſwer to which, I ſay, that the Canon ſent 

to ſpeak with me the WWedueſ lay before Chriſtmas 
Day "ſt Aſter he had tcld me he would refuſe the 
Holy Sacrament to my Siſter; he propoſed three 
things to me; the firſt was, her kneeling on the other 
fide of the Congregation, as mentioned in the Printed 
© Caſe: The ſecond was, That ſbe might ſtay till the | 
Sunday aer Thriſtmas- Da, for then 2 'S he) T ſhall 
be cut of my Refidence, and Officiate at 70 other fide: 
The third was, That my Siſter might go to Mr. Hench- 
man , Or ſome other (hee, 
| Theſe things I readily told Mrs. Aun Hatun, 
and my Siſter Swanton, at Sermon- time on Chriftmas- 
Day laſt, not a great many Minutes before I went 
5 to the Holy Sacrament. Could I have hed 
wicke 
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wicked enough at ſo awful a time, to have told 
what was different from Truth, their ſudden and 
unexpected Application to me, would have left me 
no room for contriving a Story. That the Canon 
was out of his Reſidence the Sunday after Chriſtmas- | 
Day, and that he was then to adminiſter at the 
Sth fide of the Holy Table, is what 1 had no 
knowledge of, but from the Canon's Information, 
when he ſent for me about the Meſſage. During 
moſt of the times of my Obſervation, the Senior (A- 
non preſent, uſually officiated at the North fide, with- 
out. regard to Reſidence. | 
P. 5. I acknowledge, thas when I flew 'd the Pa- 
per to the Canon, he defired a Copy of it, and I 
told him I had no Commiſſion to give him one. I 
acknowledge alſo, that he once after ſpoke to me of 
t, but ofener, I do not remember, or believe. In- 
bed I did not tell my Siſter of the ſecond Demand 
ofthe Paper, bur 1 ſolemnly aver, that the reaſon I 
did not acquaint her of it, was to prevent this lad 
Atair being ever brought on the Stage. I knew 
ber Innocence in it, and therefore concluded, * 
vould be inconſiſtent with her Character, and. 


e 


Ireatment, without bringing it to an open Exami- 
e ation; and the Event ſhews, I was not miſtaken 
u the Conſequences I apprehended, 3 


„F. 8. I am faid to compare my Siſter's "Temper 
dea Torrent, by way of intimation, that the Canon 
be Wd myſelf had the ſame opinion of her. in that re- 
ect, for it follows the words of the Irreſiſtible Im- 


paufity of her Temper. This Expreſſion of the Tor- 
was, as I believe, uſed to Mr. Thomas Eyre the 


tt Paper, in a Converſation between us two; and 
believe, I did then ſay, My Siſter was determin'd to 
terſetf Juſtice, and that it was uo more in my po- 
t binder the Publication of the Paper, than to ſtop a 


D 2 Torrent, 


Diſcretion, to take ſuch injurious undeſerred a 


mon's Son, ſome time before the coming out of the 


— 
Torrent, or to that eſſect; which is in other words to 
. Jay, I could by no means do it; and the Torrey 
: was applicable only to my own Inability of ſtopping 
the Publication. I utterly deny that I ſpoke or 


| 


6 meant the words in the Senſe they are repreſented, 
| or by way of Reflection; nor is it very likely, '[ 
* ſhould at that time join with the Canon's Son, in 
| _ railing at my Siſter :' Suppoſe, inſtead of this ſane 


1 Torrent, Thad made another Compariſon, and ſaid, 
1 I could no more ſtop the Publication, Cc. than! 
1 could build Salisbury Steeple: Might it not then 
vith as much juſtneſs have been ſaid, Mrs. Sway 
ton is a Lady of a towering, and ambitious Mind, 
which her Brother compared to Salisbury Stee- 
_ I P. 9. The Reader is to know, that 1 am under the 
 frrongeſt Temptations to affirm or deny, in compliant 
with my Siſter, from the Expeclations I have from her 
A ſevere, I could almoſt ſay,. uncharitable Inſinus- 
tion. According to this account given of me, yoi 
may ſuppoſe me thus addreſſing myſelf to my Sifter; 
My Soul is abfolutely at your Service, I knon 
Al jt was redeemed by the Blood of God; but Ire 
e nounce all the Benefits of it, and the Hopes of e 
eternal Happineſs, and am contented to be un 
* conceiveably miſerable, rather than diſoblig 
* you.” This is the monſtrous Conſequence of 4} 
farming, or Denying, as above. I thank God, 1a 
under no temptation of this nature, and hope I 
| ſhould: nor, if I wanted Bread. This I affirm anc 
believe, that if 1 ſhould offer to ſerve my Sifter, b 
 faying or doing a falſe thing, ſhe would reject! 
% W ot TIE Ro 
P. 16. Notwithſtanding what is faid, p. 8. of m 
being ſo much at my Siſter's diſpoſal ;. it ſeem! 
p- 16. as if I began to rebel, and ſer up for myſelf 
and that truly I would not be made the Witneſs fn 
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intended me for. This looks a little like a Contra 
L 05: 2560977 999 15 ion 2 03 Wm 
P, 23. I acknowledge I did ſay, I thought Canon 
Richard Eyre had ated with all the Honour in the 


* 


h world, in my Brother Henchman's Afair, or to thar 
i ecect; and I really thought it. This was ſpoken a- 


bout the time the Rupture began between the Ca- 
non and my Brother Henchman, about three or four 


ne La | 

i, Wl Tears paſt: my Brother Henchman had then ſome ſuſ- 
1 picion, that the Canon was not his Friend; but was 
en privately carrying on another Intereſt prejudicial to 


1 x * 
% above. But far was I from thinking, that what the 
MJ Canon: had done, was a Completion of the En- 


gagements I apprehended him to lie under, or that 
any humane Power could abſolve him from the per- 
formance of em, without Mr. Henchman's conſent. 

p. 24. Iown my Brother Henchman and m {elf were 


Canonry ; but that ſeems not altogether material to 


I 888 
From p. 38. to the end of the Book, are At- 


the folemn Form of words Ihave uſed, are remarked 
2 an aggravation of the Guilt 
I readily own with the Canon, that to call the 
God of 'Truth to witneſs a Lye, is the moſt daring 


an Impiety ; that it is defying Almighty Vengeance, 
ad the laſt Stage of Wickedneſs human Nature is 


capable of committing: And J am apt to believe, 
that many of the unhappy Criminals, who forfeit 
their Lives, to Juſtice, by raſhly tranfgreſſing the 
Laws of the Land, without Thought or Reſſection, 
would in cool Blood tremble at a Crime fo ſſock- 
As to any Ambiguity or Evaſion, in what I have 

atteſted, I am ſure I meant none; and upon 
the niceſt peruſal of it, am not able to difcover 
283 | | 7 | Ax. | 


his. To obviate which, I declared my Thoughts, as 


of different Opinions about his Conduct for the 


tempts to prove, I have atteſted a Falſhood ; and 
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any; The Words are plain, wihout any doyb 
. Senſe to impoſe on the Reader; and Truth being 


that I had conſidered the thing, and was fatisfe( 
in what I did. But ſince the Truth of it is queſti 
_ oned, it may not be improper to ſet out ſome Fact 
5 we were Motives for my believing what I at 


I. I well remember my Sifter i Swanton inſiſted 
for ſeveral days, that the Canon ſhould: give it 
under his Hand, to vote for Mr. Henchman at the 


| ſhe had then received very advantageous Offers i 
his behalf, and that my ' Siſter and I had ſome 
Wan Debates abour je. 


| Conſultation together, from the firſt of January tc 

the Election in February; and the main of our Diſ- 

courſe turned upon ſerving Mr. Francis Eyre at 
that Election, and Mr. Henchman at the next. 


al high Expreſſions of ſerving Mr. Henchman, one 
of which I well remember was, that be ſbould lock 
upon himſelf as unfit for human Society, if be ſpould 


4᷑ . That J might with the ſtricteſt Juſtice affirm, 

| T1 apprehended the Expreſſions uſed by the Canon, 
to have the Force and Obligation of a Promiſe, 

| becauſe I fhould have thought my ſelf ſo obliged, 
under the ſame Circumſtances, and would not, for 
the greateſt temporal Intereſt, have departed from 


r 4 4 


ſidence about the Canon's Sincerity, I aflured * 
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the only thing I aimed at, I endeavoured to expreſ, 
my ſelf in a manner moſt agreeable to it. 

- did not think it neceſſary, in my Atteſtation 
to give the Reaſons I had for it : It was enoug 


-— _—_ w 


ſubſequent Election, if he would deſiſt; for that 


2. That the Canon and I were moſt days I 


3. Thar during that time, the Canon uſed ſeve- 


decei ve him. 


it. And when my Brother Henchman had any Dif- 


6 


n oY PIE on CF Canon ; 1 that it Was me | 
Wile be Pool wo fre him. | 
That the Canon told me, If he Mould pro- 
miſs Mr. Henchman, it might ſpoil his Intereſt: 
For ſays he, if the Dean once come to know; 
that I took upon me to diſpoſe of the Chapter- 
Elections without his knowledge, he might ſo far 
reſent it, as to become Mr. Henchman's Oppoſer ; 
vm therefore, ſays the Canon, contrive to bring. 
in the Dean, that it may ſeem to come origi | 
' nally as his Propoſal. 5 A | 
6. That it was a ſtrong Motive for me to atteſt 
hat 1 did, upon my Siſter Swanton 8 affirming it 
the manner ſhe did; becauſe I always obſerved 
her a great Abhorrence of. Falſhood and Diſſi- 
mation; and in the long and intimate Acquain- 


ty of a baſe and diſhonourable Action: and I 
0 12 my Soul believe, ſhe would have preferred 


bod with which ſhe | IS charged. Fs x; 


bs to the written Poſtſcript, which Ms I kane L 
med I cannot ſay I was preſent at the Converſa- 
m mentioned in my. Siſter's Paper, I fill ſay 1 

not recollect that particular time, tho I firmly 
id throughly believe l i was preſent, This is what 
often {ajd to ſeveral People, before the Canon's 

ſtſcript came out. *Tis no ſtrange thing for me, 


m, Wat had ſuch frequent Diſcourſes with the Canon 
on, the — 7 Subject, and who had not the leaſt 
le, Nfpicion of his FRO Mr. Henchman, to forget a 
ed, ticular Time. do not recaaber. what the 


mon himſelf . viz. That I was in the Room 
ben he came in, and immediately withdrew. I am 


d Very 1 When his Viſir Was 0 gned 
; "5 


1 To * + » 


35 I have had with her, I never knew her 


& worft and molt ſhameful . to rhe gh OS, 


e, If, 1 did ſo, J acted with very ill Manners, 


V we, and te give me an 
Soon, the Succeſs of which I had ſo muck at hear 
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Account of 4 FTranſaca 


When I had ſeen. the Poſtſcript, I ſpoke with 


| ws pop aan who. acquainted the Canon of hat 
Fakt. I ask'd him if he had told the Canon that! 
aid I could not take upon, me to affirm, I remen- 

| bred I was preſent? He owned he had, and thought 
it no harm; I ſaid, no, if you told all. To which 
Be reply d, yes, I told him at the ſame. time, you 

believed in your Conſcience you were preſent. 

_ *Tis certain, if I had no other View than t. 
ſerve my Siſter, I ſhould. have made no Scruple d 
affirming I was preſent at the Converſation ſpoke 
ef in her Paper, when I am ſo throughly perſuaded 
I vas there; but I had much rather be a Faith 
than an accurate Witneſs ; and ſhall never. deſire t 
give Krength and Clearneſs to an Evidence, by ſaying 
more than J can juſtify to my ſelf. So much fal 
5 ve, Poſtſcript, on which a great Streſs has bee 


l am willing to hope, the Repreſentation of thel 
Facts will bring ſeveral Paſſages to the Canon's Re 
membrance, which he has forgot; and. that he wi 

have a more fayourable Opinion of my. Siſter anc 
me, than he ſeems to have in his Book. For m 
part, I heartily forgive all the Rellections that an 
thrown upon me. I ſhall conclude, by ſolemn) 
_ declaring in the Preſence of Almighty God, n 
Saviour, That I have not ſaid one Word in my At 
reſtation, or this Reply, but what I believe tob 
true. How far the World will give credit to it, 

| fubmitted to their Conſideration. I thank God 

| have nothing upon my Conſcience about it; 3 
whatever Cenſures may be made here, that D: 
will ſet it all right, to which I appeal. 
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